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Abstract 



A precise measurement of the heavy-flavor production cross- sections in pp collisions is an essential baseline for 
the heavy-ion program. In addition it is a crucial test of pQCD models in the new energy regime at LHC. ALICE 
measures the muons from the decay of charmonium resonances and from the semileptonic decay of heavy-flavored 
hadrons in its forward (-4.0 < 7/ < -2.5) Muon Spectrometer. We discuss the status of the detector and present results 
of data taken in pp collisions at ^[s=■l TeV. 
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1. Introduction 

A Large Ion Collider Experiment (ALICE) Q is a general-purpose heavy-ion experiment which has been designed 
to study the physics of the strongly interacting matter in nucleus-nucleus collisions at the Large Hadron Collider 
(LHC). The ALICE experiment is the only experiment at the LHC devoted to heavy-ion physics to study the nature of 
the quark matter under the conditions of extreme temperature (> 0.3 GeV) and high energy density (> 10 GeV/fm^). 

The complicated structure of nuclear matter at low temperatures, where it is composed of a multitude of hadronic 
particles, baryons and mesons, is expected to give way at high temperatures to a plasma of weakly interacting quarks 
and gluons, the Quark-Gluon Plasma (QGP). A thermalized system where the properties of the system are governed 
by the quark and gluon degrees of freedom is called the QGP [2J . Heavy quarks (charm and beauty) are produced 
in the first stages of the relativistic collisions and then they coexist with the surrounding medium due to their long 
life-time (Sj. Transverse momentum (pr) and rapidity (y) distributions and quarkonia (HO production rates are the 
significant probes which will allow for probing the properties of the medium. 

The LHC will allow us to probe the parton distribution functions of the nucleon and in the case of pA and AA 
collisions, also their modifications in the nucleus, at very low values of momentum fraction (Bjorken x). Due to its 
lower mass, charm allows us to probe in lower x than beauty. The capabilities to measure charm and beauty particles 
in the forward rapidity region (\y\ ^ 4) using the Muon Spectrometer |6| gives access to the regime of x ~ 10"^. The 
ALICE Muon Spectrometer physics program is focussed on the measurement of heavy-flavor production in pp, pA 
and A A collisions at LHC energies. 

Heavy-quark production measurements in pp collisions at LHC energies provide the necessary baseline for the 
study of medium efl'ects in AA collisions along with the test of perturbative QCD (pQCD) in an unexplored energy 
regime much higher than the RHIC energies 1 1 1. The strong interaction with the high density QCD matter results in 
an energy-loss |4 | whose efl'ects were already seen in RHIC results [3], but further analyses are required to understand 
the details of underlying mechanism. Also the production mechanisms of the various theoretical models (51 13 needs 
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to be tested and the relevant observables (from the experience in pp colHsions at Tevatron energies Q) are quarkonia 
cross-sections and pr distributions. 

The data taking in the ALICE experiment started from 2009 with pp colHsions at the LHC at = 900 GeV 
and from March 2010 at ^/s = 7 TeV. Data for Pb-Pb collisions at aJs^n = 2.76 TeV were successfully taken from 
November 7 to December 6, 2010. 

2. Heavy-flavor detection with the ALICE Muon Spectrometer and pp data taking in 2010 

In the framework of the ALICE physics program 1 1 1, the goal of the Muon spectrometer of ALICE is the study of 
quarkonia production, open heavy flavor production and vector meson properties via the muonic decay channel. For 
heavy-ion collisions the dependence with the collision centrality and with the reaction plane will also be studied. The 
spectrometer acceptance covers the forward (LHC-clockwise stream with respect to the interaction point) pseudo- 
rapidity domain of -4.0 < t] < -2.5 (small angles between 2^ and 9^ relative to the beam direction). The resonances 
can be detected down to zero transverse momentum. 

The Muon spectrometer is comprised of absorbers to filter the background, a 10 plane tracking chamber system 
before, inside and after the magnet, a muon filter (iron wall) and a set of trigger chambers. Figure. 1 shows the layout 
of the ALICE Muon Spectrometer. Outside the L3 magnet there is a large warm dipole magnet with a 3 T-m field 
integral. Absorbers reduce the initial flux of primary hadrons from nucleus-nucleus collisions by a factor of 100, and 
they reduce the low energy particles flow produced in secondary interactions (mainly low energy electrons). The thick 
front absorber (Aj ~ 10) is the most critical component and it has been designed for minimizing the invariant mass 
resolution deterioration of the spectrometer due to straggling and multi- scattering. The spectrometer is also shielded 
throughout its length by a dense absorber tube surrounding the beam pipe. A second absorber and four planes of 
resistive plate detectors are used for muon identification and triggering. The front absorber and the muon filter wall 
stop muons upto 4 GeV/c. This makes the detection of muons with a momentum smaller than 4 GeV/c impossible. 

A total of ten tracking chambers grouped in five stations define the muon trajectories. The tracking stations are 
multi- wire proportional chambers with segmented cathode plane (cathode pad chambers, CPC). Each station is made 
of two chamber planes and each chamber has two CPCs which are both read via front-end electronics, in order to have 
a two-dimensional hit information. The detection planes are quadrant structure for stations 1 and 2 and slat structure 
for stations 3 to 5. CPCs have been chosen because they can be equipped with high granularity read-out and reach 
the required resolution. The tracking chambers |6| must satisfy two main requirements: to have a spatial resolution 
of about 100 yum needed for bending (zy) plane of the muon trajectory to achieve the required mass resolution and to 
have the capability to operate, with a good efficiency, in high particle multiplicity environment. Two tracking stations 
are located in front of the dipole magnet, another one is located inside, and two more stations sit behind the magnet. 

The front-end electronics |6| is based for all the tracking stations on a 64 channels board (MANU) including 
four charge amplifier chips (MANAS), ADCs and a readout chip allowing zero suppression (MARC). About 17,000 
MANU boards are necessary to read the million channels. The data are transferred from the MANU to the Concen- 
trator Readout Cluster Unit System (CROCUS). Twenty CROCUS are needed for the five stations. The main tasks 
of the CROCUS are to concentrate the data from a half detection plane and send it to the Data Acquisition (DAQ), to 
perform the calibration of the MANU and to dispatch the trigger signal from the central trigger processor. 

The trigger system of the muon spectrometer consists in four planes of Resistive Plate Chamber (RPC) detectors 
operated in streamer mode. A total of 21,000 Resistive plate chamber front-end channels and fast-decision electronics, 
covering an area of 140 m^ are arranged in two stations one metre apart from each other and placed behind the muon 
filter. It is designed to identify the (muon) tracks, in a large background environment, to provide a fast trigger signal. 
Most of the muons emitted in the decays of the quarkonia resonances have a transverse momentum pr larger than that 
of the background muons from pion and kaon decays. A cut on the transverse momentum of the muons is done by the 
trigger to reject the background and to select the interesting events, containing at least a pair of opposite-sign muons 
with a high pr. From the front-end electronics the signals are send to the trigger electronics, based on programmable 
circuits, working at 40 MHz. According to simulations, the total dimuon trigger rate is expected not to exceed 1 kHz 
for all colliding systems. Such a rate complies with DAQ and HLT (High Level Trigger) requirements. 

All the detectors were installed and commissioning started at the beginning of 2007 in the cavern with the testing 
of all the functionalities: HV, LV, cooling, gas, electronic noise, pedestals and stability in time. Next, the detectors 
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Figure 1: (Color Online) The layout of the ALICE Muon Spectrometer. The tracking system consists of stations 1 to 5. 



ready for the first ALICE cosmic runs were integrated in the global DAQ with a trigger given by scintillators placed 
horizontally on the top of the L3 magnet. The first cosmic tracks in the muon spectrometer were observed in the 
tracking stations 1 and 2 and the trigger RPCs during February 2008 when the muon trigger was added to the general 
ALICE trigger. During 2010, ALICE collected data in pp collisions at = 7 TeV, where all the five stations of the 
Muon Spectrometer participated with a tracking efficiency of ~ 94%. Achieving a stable configuration with DAQ and 
triggers, the Muon Spectrometer recorded their crucial magnetic- field off' run in May 2010, for the alignment of the 
detector-elements. This has further enhanced the quarkonia measurements by a large scale which is now close to what 
is expected from simulations. 

The data sample for the Muon Spectrometer comprises of Minimum Bias (MB) events and events with at least 
one triggered muon. The main trigger selection was a MB one which is deffned by the inclusion of at least a signal 
in either of the two scintillator hodoscopes, the VO detectors, positioned in the forward and backward regions of the 
ALICE experiment, or in the pixel barrel detector. This trigger selects events with at least one charged particle in 
eight units of pseudorapidity and is sensitive to about 95% of the pp inelastic cross section |8|. A second trigger 
selection (//-MB) requests, in addition to the minimum-bias condition, at least one particle which has been detected 
in the Muon Spectrometer, having a pr larger than the trigger threshold (0.5 GeV/c). The results that we present are 
obtained from data recorded during the initial 2-3 months of pp collisions at ^fs=l TeV with an average luminosity 
kept at (0.6-1.2)-10^^cm"^s"^ in order to control the collision pile-up rate in the ALICE experiment. An Event display 
showing tracks in the Muon Spectrometer in pp collisions is shown in Fig. 2(left). 

3. Quarkonium production in forward rapidities 

For the muon analysis, the results presented here are based on a sample corresponding to an integrated luminosity 
of L = 13.6 nb"^ | 8 1. In this analysis at least one of the two muon candidates is required to match the corresponding 
hits in the trigger chambers. A cut on the reconstructed position at the end of the front absorber is applied to each 
track. Muons emitted at small angle and which have crossed a signiff cant fraction of the thick beam shield surrounding 
the beam pipe, are rejected. Events very close to the edge of the spectrometer acceptance are removed and the cut -4.0 
<y < -2.5 on the pair rapidity has been applied. The invariant mass spectrum corresponding to a sub-set of our data is 
shown in Fig. 2 (right). The J/i// peak is clearly noticed in the spectrum. The number of signal events (Nj/t^ ) has been 
extracted by fftting the mass range 1.5 < m^^ < 5 GeV/c^ . The J/i// and i//(2S ) line shapes are fftted with Crystal Ball 
functions and the underlying continuum is described using the sum of two exponentials. The functions which depict 
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Figure 2: (Color Online)Left Panel: ALICE Event display showing muon tracks in pp collisions at ^/s=l TeV. Right Panel: Invariant opposite sign 
dimuon mass spectrum of a sub-set of the data taken in pp collisions in 2010. 



the resonance shapes have been obtained by fitting the expected mass distribution of a pure Monte Carlo (MC) signal 
sample. This is based on a realistic description of the detectors response. Accounting for the small uncertainties in the 
MC description of the set-up, the position of the J/</^ mass pole along with the width of the Crystal Ball function are 
kept as free parameters in the invariant mass fit. Due to the small statistics, the i//(2S ) parameters have been clubbed 
to the J/i// ones. As shown in Fig. 2 (right) the fit shows a satisfactory ;^^/^ J/ = 1.14. The pole position of the J/i// is 
m//^ =3.118 ± 0.005 GeV/c^. The extracted width of the Crystal Ball function is ctj/^ =94 ± 8 MeV/c^ . The total 
number of J/</^ signal events is calculated by integrating the Crystal Ball function over the full mass. In this analysis 
Nj/^ is 1924 ± 77(stat.). 

A MC procedure is used to calculate the acceptance of the apparatus along with the reconstruction and triggering 
efficiencies. These are required to calculate the J/i// where the number of signal events need to be corrected by these 
above mentioned factors. The pr distribution used in this MC procedure is extrapolated from CDF measurements 
while the rapidity distribution is taken from Color Evaporation Model (CEM) calculations | 9 1. The J/</^ production has 
also been assumed to be unpolarized. To compute the production cross section value, the ratio Nj^^ = Nj/if, /( A x e) 
needs to be normalized to the integrated luminosity, or to the measured cross section for a chosen reference process. 
For this analysis, the chosen reference process is the MB condition. 

In the muon channel the cross-section is calculated as, 

A^5/7(-4.0<j<-2.5) 

cr//^(-4.0 < y < -2.5) = "1 X TT^ X ^ 

BR{Jlil/ ) Nmb 

where BR(//(/r yL/^yL/")=5.93% ifTOl , Nmb is the number of minimum bias collisions, corrected for the probability of 
having multiple interactions in a single bunch crossing, and ctmb is the measured cross section for such events. In the 
muon channel, the J/i/^ signal has been collected using the [i-MB trigger condition. Therefore, Eq. 1 has an additional 
multiplicative factor R that links the occurrence of a reference process in the jd - MB and MB event samples. We have 
chosen as a reference process the yield (A/^) of single muons, detected in the region -4.0 <y < -2.5, and having pr > 
1 GeV/c. The R-factor then becomes R = Njf^/N^'^^. The (Tmb value has been obtained relative to the cross-section 
<^VoAND measured in a Van der Meer scan |11|, of the coincidence between signals in the two VZERO detectors. 
The error on luminosity measurement is dominated by a 10% systematic error on the determination of ctmb- The 
systematic error on the inclusive J/</^ cross section measurements has been obtained considering the uncertainty on the 
signal extraction procedure, the dependence of the acceptance calculation on the input pr and rapidity distributions 
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Figure 3: (Color Online) Left Panel: Inclusive J/iJ/ production cross-section as a function of pj measured by the ALICE Muon Spectrometer 
in pp collisions at ^fs=l TeV. The inclusive cross-section measured by the LHCb experiment in the same rapidity range 1121 is also placed for 
comparison. Right Panel: Inclusive J/i// production cross-section as a function of rapidity in pp collisions at ^fs=l TeV. 



of the J/i// decay to lepton pairs, the error on the measured luminosity and the acceptance dependence on the unknown 
J/</^ polarization. The uncertainties associated with the ^i// polarization have been calculated in the two cases of fully 
transverse (A = 1) or longitudinal (A = -1) polarization, in the Collins-Soper (CS) and Helicity (HE) reference 
frames. Quadratically combining the errors from the sources described above, except polarization, we obtain a 13% 
systematic error for the dimuon channel. 

The resulting inclusive ^i// production cross sections in pp collisions at ^/s=7 TeV is: d(T//^(_4<3;<_2.5) = 7.25 ± 
029(stat.) ± OM(syst.) + 0.^1(Ahe = 1) - 1.50(Ahe = -1) /^b O. The quoted systematic errors are related to the 
unknown polarization values relative to the HE reference frame. The cross section value for the muon analysis can 
be directly compared to the preliminary one quoted by the LHCb experiment and referring to the same rapidity range 
(7.65 ± 0.19 (stat.) ± 1.10 (syst.) + 0.87 - 1.27 (syst. pol.) /ib) (EI. The available statistics has allowed the study 
of the Pt and y differential distributions for the di-muon channel. In particular, do-jj^jjIdpT has been studied in seven 
bins between and 8 GeV/c, and do-jj^i^ldy in five bins between 2.5 and 4. 

The event sample used for this diff'erential cross-section determination corresponds to L = 11.6 nb"^ The same 
fitting technique is used for the integrated invariant mass spectra to extract the Jjij/ signal yield in both the y and pr 
bins. The acceptance x efficiency has been calculated diff'erentially in rapidity and pt- For J/j/^ production, the A 
X efficiency (or e) coverage, extends down to zero pr, and the values vary by less than a factor 1.6 in the analysed 
Pt range. Axe has a stronger rapidity dependence, but its values are larger than 10% everywhere. The diff'erential 
cross sections are calculated with the same approach used for the integrated cross section, normalizing Nj^^(y) and 
Nj^^(Pt) to the integrated luminosity and are aff'ected by the same systematic error sources. In Fig. 3(left) the results 
on dcTji^i^ldydpT are presented. A comparison with a Color Evaporation Model (CEM) calculation for prompt J/j/^ 
is also shown. The prediction underestimates the experimental results, especially at low pr, but a more meaningful 
comparison would require the subtraction of the contribution from b-decay s from the data. The dcr jj^ /dy results in 
the electron and dimuon channel are shown in Fig. 3 (right). Excluding the eff'ect of polarization the systematic error 
of the dielectron measurement is 16%. The values obtained in the forward region have also been reflected with respect 
to y = 0. 



4. Cross-section of forward single muons from heavy-flavor decays 

The results presented here are based on a sample corresponding to an integrated luminosity of L = 3.49 nb"^ fT3l. 
The extraction of the heavy-flavor contribution from the single muon spectra requires the subtraction of background 
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Figure 4: (Color Online)The differential transverse momentum cross-section for muons from heavy-flavor decays in the rapidity domain of -4.0 
< T] < -2.5. The statistical error is small (hidden in the markers) and the systematic errors (boxes) do not include an additional 10% error on the 
minimum-bias pp cross-section. The comparison with the FONLL prediction 1 15 1 is also shown. 



sources which constitute of three main contributions. They are as follows: a) muons which are from the decay-in-flight 
of light hadrons produced at the pp interaction point(decay muons); b) muons produced after hadronic interactions 
with absorber materials (secondary muons); c) punch-through hadrons. The last contribution is rejected by requiring 
the matching of the reconstructed tracks with trigger system tracklets. As the parent particles have lower mass, 
the background muons have a softer pr spectrum compared to the heavy-flavor muons. The background particles 
dominate the low-pr region. The analysis focuses on the region 2< pt < 6.5 GeV/c where the upper limit is influenced 
by the pr resolution of spectrometer. An initial, partial, alignment used in this analysis is done with a sample of 
tracks collected without the magnetic field in the dipole. The estimated resolution for the coordinate perpendicular 
to the magnetic field, which is measured with precision, ranges from 300 jim to 900 yum, depending on the detection 
element {T3i . The contribution of secondary muons is small (about 3%) in this transverse momentum range. The 
main source of background in this region comprises of decay muons (about 25%), which have been subtracted using 
simulations. The transverse momentum distribution was produced with the Perugia-0 tune of PYTHIA 1 14 |. This 
distribution is normalized in such a manner that the resulting fraction of decay-muons in the pr range where this 
contribution is dominant (0.5 < pr < I GeV/c) is similar to the one provided by the simulation. The systematic error 
introduced by this procedure was estimated as 30% to 20% (from low to high pr) by comparing the results obtained 
with other tunings of PYTHIA and by varying by 100% the secondary contribution from the event generator. After 
background subtraction, the muon pr spectrum is corrected for efficiency (-80%) and normalized to a cross section 
using the minimum-bias pp cross section measured, with a Van der Meer scan 1 1 1 1. The charm and beauty decay muon 
cross section dcr/dpr in the range 2 < pr < 6.5 GeV/c and -4 < 77 < -2.5 is presented in Fig. 4. The corresponding 
FONLL pQCD calculation (TSj agrees with our data within uncertainties. The next step in this analysis is to extend the 
Pt reach up to about 20 GeV/c, using data collected since summer 2010 that have been reconstructed with improved 
alignment corrections for the tracking chambers. A dominance of the beauty decays in the single-muon cross-section 
is expected in the range of 10 < < 20 GeV/c; thus, this measurement will lead towards the reference for the study 
of bottom quark quenching at forward rapidity in heavy-ion(Pb-Pb) collisions. 
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Figure 5: (Color Online) Low mass vector mesons with the corresponding Monte-Carlo fits in the di-muon opposite sign mass spectrum. The errors 
are purely statistical. 



5. Low-mass Vector Mesons 

For the study of low mass vector mesons the tracks reconstructed in the Muon Spectrometer are required to match 
with the tracklets in the muon trigger. A cut on the muon rapidity -4 < y < -2.5 is also applied, to exclude the 
region at the border of the spectrometer acceptance. For a given event sample the opposite sign muon track pairs N'^~, 
and like sign muon track pairs (N'^'^ and N~~) are reconstructed. Then, for that sample,the mixed event spectrum 
(which gives only the shape, and actually contains a number of pairs which is in principle arbitrary and anyway much 
bigger than the actual background) is rescaled such that its integral equals 2 y(A/^++ • N~~), where N'^'^ and N~~ are 
the numbers of muon pairs in the real data with both positive and negative muons respectively. To normalize the mass 
spectrum, since the expected contribution of correlated like-sign pairs is negligible, it is assumed that the like-sign 
pairs are uncorrected. This is an analysis in progress and the statistics is sufficient to study the ratio of 0/(p -h cl)) as 
a function of pr along with the yields with pr. The invariant mass spectrum for low mass vector mesons is shown 
in Fig. 5. The peak and combined peak ofp-\-ojis seen after background subtraction. Yields and the transverse 
momentum spectra of and p/oj are determined by comparing the subtracted spectrum to a Monte-Carlo simulation 
of all the processes that contribute. 

6. Summary and Outlook 

The first heavy-flavor production measurements performed by the ALICE Muon Spectrometer in pp collisions at 
^/s=7 TeV at LHC is presented. The inclusive J/0 cross-section measured is d(T7/^(_4<3;<_2.5) = 7.25 ± 0.29(5'^^^.) ± 
0.98(^^5'^.) -h 0.^7 (Ahe = 1) - 1.50(Ahe = -1) y^b. The transverse momentum dependence has also been measured in 
the range of < pr < ^ GeV/c at the forward rapidities. The combined dajj^i^ldy results of di-muon and di-electron 
channel measured by ALICE show its strength in terms of the broad acceptance and sensitivity down to zero pr at 
all rapidities. The production cross-section of heavy-flavor decay muons at forward rapidity has been measured as a 
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Figure 6: (Color Online) Left Panel: ALICE Event display showing muon tracks in Pb-Pb collisions at ^/s^= 2.76 TeV. Right Panel: Invariant 
opposite sign dimuon mass spectrum of a fraction of the data-set taken in 2010 Pb-Pb collisions. 

function of pr in the range of 2-6.5 GeV/c. Perturbative QCD calculations (FONLL) agree with our measurements 
within uncertainties. 

The new era in search of utilizing these heavy quark probes to understand the strongly interacting matter under 
extreme conditions opened from November 2010, when LHC produced the first Pb-Pb collisions in centre-of-mass 
energy per nucleon pair of V%n= 2.76 TeV 1 16|. An event display showing tracks in the Muon Spectrometer in 
Pb-Pb collisions in shown in Fig. 6(left). The invariant mass spectrum corresponding to a fraction of our heavy-ion 
data is shown in Fig. 6(right). The full analysis is in progress and the results depicting an unknown energy regime 
with an increase of more than an order of magnitude over the highest energy nuclear collisions previously obtained in 
the laboratory, will reveal new understanding. 
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